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NOTIFICATIONS BY GOVERNMENT 

GOVERNMENT OF - ANDHRA PRADESH 
ABSTRACT 


WRD GKLI Scheme- " Annual Maintenance Estimate for the work of Gandikota 
Lift Irrigation Scheme Stage - I & Stage - II Pump Houses in YSR Kadapa District 
Entrustment of Annual Maintenance works for the year 2022-2023 to M / s . Megha 
Engineering Infrastructures Limited , Hyderabad Permission accorded Orders 
- Issued . 

WATER RESOURCES ( PROJECTS.III ) DEPARTMENT 
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RIGHT TO 
INFORMATION 


G.O.Rt.No. 2055 , WR ( Proj.III ) Dept. , Dt : 25.10.2022 . 

From the Chief Engineer ( P ) , Kadapa Letter No.CE ( P ) / WRD / KDP / 
TS3 / GKLI / 5731 / 2004 , Dt . 24.11.2022 . 


- 


Date : 03-03-2023 
Read the following : - 


In his letter 2nd read above , the Chief Engineer ( P ) , Kadapa has submitted 
proposals to ratify the action taken by Superintending Engineer , SKD GNSS 
Circle , Kadapa for entrusting the O & M work Annual Maintenance Estimate for the 
O & M work of Gandikota Lift Irrigation Scheme Stage - I & Stage - II Pump Houses 
in YSR Kadapa District for the year 2022-23 i.e. up - to 11/2022 and permission 
for entrustment of balance period of above subject work i . e . from 12/2022 to 
3/2023 to M / s Mega Engineering Infrastructure Limited , Hyderabad for meeting 
the expenditure within the Administrative Approval amount of Rs.255.00 Lakhs . 


2. After careful examination of the matter , Government , hereby ratify the 
action of the Superintendent Engineer , SKD GNSS Circle , Kadapa for entrusting 
the O & M work Annual Maintenance of Gandikota Lift Irrigation Scheme Stage - I & 
Stage - II Pump Houses in YSR Kadapa District for the year 2022-23 i.e. upto 
11/2022 and also permitted for entrustment of balance period i.e. from 12/2022 
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to 03/2023 to M / s . Mega Engineering Infrastructure Limited , Hyderabad for 
meeting the expenditure within the Administrative Approval amount of Rs . 
255.00 Lakhs issued in the G.O. 1st read above . 


3. The Chief Engineer ( P ) , Kadapa is therefore requested to take necessary 
further action accordingly . 


4. Copy of this order is available in the apegazette.cgg.gov.in website . 

( BY ORDER AND IN THE NAME OF THE GOVERNOR OF ANDHRA PRADESH ) 


SHASHI BHUSHAN KUMAR 

PRINCIPAL SECRETARY TO GOVERNMENT 


To 

The Chief Engineer ( P ) , Kadapa . 

Copy to : 

The Engineer - in - Chief ( I ) , Vijayawada . 

The P.S. to Prl.Secy ( WRD ) 

The P.S.to Hon'ble M ( WRD ) 

File No.1667425 / WRD.Project . III / 2022 . 
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